To:  Allen,  HarryL[Ailen. HarryL@epa.gov];  Guria,  Peter[Guria. Peter@epa.gov] 

From:  Gill,  Michael 

Sent:  Tue  8/1 1/2015  6:43:34  PM 

Subject:  FW:  Gold  King  Mine  Incident  Update 

FinalDraftAuqust10GoldKinoUpdate730pm.docx 


FYI.... shared  by  R8  colleagues. 
Mike 


Mike  Gill 

ORD  Superfund  and  Technology  Liaison 

US  EPA  Region  9 / SFD-94 

75  Hawthorne  Street 

San  Francisco,  CA  94105 

415-972-3054 

415-947-3520  (Fax) 

gill.michael@epa.gov 


From:  Tyler,  Patti 

Sent:  Tuesday,  August  11,  2015  10:22  AM 

To:  Dyment,  Stephen;  Morton,  Michael;  Burton,  Terry;  Gill,  Michael;  Small,  Matthew 
Cc:  LaVay,  Maggie 

Subject:  FW:  Gold  King  Mine  Incident  Update 


From:  Cristiano,  Gina 

Sent:  Monday,  August  10,  2015  7:54  PM 

To:  R8  All  Employee 

Subject:  Gold  King  Mine  Incident  Update 


On  behalf  of  Shaun  and  Deb,  I am  sending  out  the  8/10  Gold  King  Mine  incident  update 
(attached),  for  your  information.  Please  direct  any  questions  you  have  to  the  EOC  or  your  ARA, 
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who  can  help  direct  you  to  the  right  person/department  for  answers. 


Regards,  Gina 


Gina  Cristiano 

Emergency  Response  & Planning  Coordinator 

EPA  Region  8 

303-312-6688 
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